Section Evaluation Summary 

For use of this form, see TM 5-623; the proponent agency is USACE. 


1. Overall Condition Rating - PCI 


Rating - Failed, Very Poor, Poor, Fair, Good, Very Good, Excellent 
PCI 0-10 11-25 26-40 41-55 56-70 71-85 86-100 

2. Variation of Condition Within Section - PCI 

a. Localized Random Variation 

b. Systematic Variation: 

3. Rate of Deterioration of Condition - PCI 

a. Long-term period (since 
construction or last overall repair) 

b. Short-term period (1 year) 

4. Distress Evaluation 
a. Cause 

Load Associated Distress P ercent ^ct value 

Climate/Durability Associated percent deduct value 

Other ( ) Associated Distress percent deduct value 


Yes . No 
Yes , No 


Low , Normal . High 
Low , Normal . High 


b. Moisture (Drainage) Effect on Distress 

5. Deficiency of Load-Carrying Capacity 

6. Surface Roughness 

7. Skid Resistance/Hydroplaning Potential 

8. Previous Maintenance 

9. Comments: 


Minor 

. Moderate 

. Maior 

No , 

Yes 


Minor 

. Moderate 

. Maior 

Minor 

. Moderate . 

Maior 


Low . Normal . High 
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